PERCOLATING   FILTERS
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2.  Filters of coarse material only, upon which tho liquid is
applied continuously in drops.   The greatest difficulty in this
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Fig. 80.    Lowcock's aerated filter, 1894.
system is due to clogging or to freezing of the dripping device*
Stoddart's patent illustrates this type^
3. Filters of coarse material upon which the liquid is applied